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February 12, 1974 


Grant'.application No. 908 M 


CHRONIC FJLMONARY diseases 


The committee comprising Drs. Gardner, Liebow and Wyatt 
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Subject: 


Sanford E. Leeds, M.D., Mount Zion Hospital and Medical Center, 

San Francisco 

Modified application No. 9^SM 

"Role of the pulmonary lymphatics in the absorption of inhaled 
particles and gases." 


History 


- vt. 




Application No. 908, in the amount of $56,485 plus two additional 
years, was not recommended for funding. This proposal was exceedingly 
brief. 
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Request 
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Application 90oM requests $44,134 plus two additional years, 




Documents Submitted 


Attached is application dated Jan. 3, 1974 (20 pages). 

Reprints of the three publications checked on' page 20 of the 
application are available and will be sent if you wish. 


Comments 


’i. 
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Ends. 


To refresh'recollection we enclose copies of the following: 


1. Dr. Gardner's memo, site visit on July 11, 1973. 

2. Dr. Loosli's memo, October 29, 1973* 
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F.W.N. 
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Source: https://www.industrydocuments.ucsf.edu/docs/zlllOOOO 





